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Message Text 

CONFIDENTIAL 

PAGE 01 WELLIN 01239 II042IZ 
ACTION OC-06 

INEO OCT-OI EA-IO ISO-00 CCO-00 OCL-00 SSO-00 /0I7 W 

066018 II0500Z/2I 

OR II0407Z MAR 78 
EM AMEMBASSY WELLINGTON 
TO SECSTATE WASHDC NIACT IMMEDIATE 5141 
INEO AMEMBASSY MANILA 

CONEIDENTIAL WELLINGTON 1239 

MANILA FOR RCO AND ATO 

E.O. 11652: XGDS-2 
SUBJ: FAN COIL FOR CCC 

REF: (A) STATE 61796, (B) WELLINGTON 1115 

1 . IE UNIT MENTIONED REETEL (A) IS INTENDED FOR CCC AREA 
THEN PLEASE STOP RPT STOP SHIPMENT. AS MENTIONED REETEL(B) 

THE TEMPERATURE IN SHIELDED ENCLOSURE IS ENTIRELY ADEQUATE 
ALTER THE INSTALLATION OE THE TWO WATER PUMPS. 

2. ALTER DEPARTMENT HAS CHECKED WHETHER UNIT IS 
INDEED INTENDED EOR CCC AREA, PLEASE ADVISE, BUT NOT 

BY NIACT CABLE DISPOSITION OP THIS CASE. SLEDEN 


CONEIDENTIAL 


NNN 
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